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Message Text 

SECRET 

PAGE 01 CAIRO 16926 130759Z 
ACTION SS-25 

INFO OCT-01 ISO-OO SSO-OO /026 W 

087072 130800Z/14 

O 130745Z OCT 77 
FM AMEMBASSY CAIRO 
TO SECSTATE WASHDC IMMEDIATE 392 
INFO AMEMBASSY ROME IMMEDIATE 

SECRETCAIRO 16926 

EXDIS 

DEPT FOR NEA-VELIOTES AND EUR-BARBOUR; ROME FOR DCM 

E.O. 11652: GDS 

TAGS: MARR EG IT US 

SUB J : MIG-21 MAINTENANCE 

REF: ROME 16576 

1 . DATT WAS INFORMED LAST EVENING THAT MR. PETRAROLI, VICE 
PRESIDENT ALFA-ROMEO, HAD EARLIER IN DAY VISITED ITALIAN 
EMBASSY AND DISCUSSED REFERENCE PROGRAM WITH COLONEL GERARDO 
SERRAVALLE, ITALIAN MILITARY ATTACHE. WE MUST, THEREFORE, 

ASSUME THAT ITALIAN AMBASSADOR WILL ALSO BE INFORMED. PRE- 
SUAMABLY THERE WERE NO INSTRUCTIONS FROM ITALIAN PRIME MINI- 
STER'S OFFICE TO ITALIAN COMPANIES NOT TO DISCUSS SUBJECT 

WITH ITALIAN EMBASSY. 

2. ROME MAY WISH ADVISE LO ROCCA OF ABOVE. 

EILTS 

SECRET 


NNN 
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Message Attributes 


Automatic Decaptioning: Z 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MISSILES, MILITARY EQUIPMENT MAINTENANCE 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 13-Oct-1977 12:00:00 am 

Decaption Date: 22 May 2009 
Decaption Note: 25 YEAR REVIEW 
Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977CAIR016926 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Expiration: 

Film Number: D770373-0267 
Format: TEL 
From: CAIRO 
Handling Restrictions: 

Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19771066/aaaaceam.tel 

Line Count: 43 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 3f57f830-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION SS 

Original Classification: SECRET 

Original Handling Restrictions: EXDIS 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: SECRET 
Previous Handling Restrictions: EXDIS 
Reference: 77 ROME 16576 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 07-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 939448 
Secure: OPEN 
Status: NATIVE 

Subject: MIG-21 MAINTENANCE 
TAGS: MARR, EG, IT, US 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/3f57f830-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



